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Message Text 

UNCLASSIFIED 

PAGE 01 LA PAZ 01977 162118Z 
ACTION ARA-10 

INFO OCT-01 ISO-OO EB-08 /019W 

170622Z 067888/13 

R 162100Z MAR 77 
FM AMEMBASSY LA PAZ 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 4505 

UNCLAS LA PAZ 1977 

E.O. 11652: N/A 
TAGS: BEXP, BL 

SUB J : MEDICAL EQUIPMENT PURCHASE FOR GOB 
MILITARY HOSPITAL 

REF: LA PAZ 8438, STATE 265724. 

1 . GOB COMMISSION RESPONSIBLE TO EVALUATE AND RECOMMEND 
SUPPLIER OF MEDICAL EQUIPMENT HAS POSTPONED PURCHASING 
DECISION. SEVERAL MONTHS AGO INTERNATIONAL FIRMS WERE 
INFORMALLY INVITED TO BID ON APPROXIMATELY US $13 MILLION 
OF HOSPITAL EQUIPMENT. INCLUDED IN THE LIST WAS 
AMERICAN MEDICAL INTERNATIONAL, BEVERLY HILLS, CALIF. 

THIS FIRM OBTAINED FROM EXIM BANK A PRELIMINARY COMMIT- 
MENT. 

2. COMMISSION EXPECTS TO RELEASE NEW PUBLIC INTERNATIONAL 
TENDER BUT DATE IS PRESENTLY UNKNOWN. IN ADDITION, 

COMMISSION APPEARS TO FAVOR THE HIRING OF A CONSULTING 
FIRM TO RECOMMEND EQUIPMENT TO BE PURCHASED. SEVERAL 
YEARS AGO AMERICAN HOSPITAL SUPPLY PERFORMED AN EQUIP- 
MENT FEASIBILITY STUDY. 

3. EQUIPMENT SUPPLIER MUST OFFER FINANCING PACKAGE 
AND IT PRESENTLY APPEARS THAT FIRM OFFERING LOWEST 
INTEREST RATE WILL WIN CONTRACT. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 LA PAZ 01977 1 62 1 1 8Z 


4. ACTION REUQESTED: PLEASE ADVISE U.S. INDUSTRY OF THIS 
DEVELOPMENT. 

STEDMAN 
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